Putney, Rebecca M. 


From: Walk, Roger A. 

Sent: Tuesday, August 15, 2000 5:56 PM 

To: Carmines, Edward L.; Davies, Bruce D.; Dempsey, Ruth; Elves, Robert G.; Haussmann, Hans 

J.; Jones, Jan (MDF); King, Valerie A.; Kinser, Robin D.; McAlpin, Loreen; Nelson, Bettie L; 
Patskan, George J.; Reif, Helmut; Reininghaus, Wolf; Sanders, Edward; Tricker, Anthony; 
Zhang, Mingda; Takada, Kohji; Gullotta, Frank P.; Lau, Raymond; Gear, James C.; von Holt, 
Klaus; Roemer, Ewald; Gomm, Willy; Oey, Jan; walnutgrove@dellnet.com; rmgroup2000 
@aol.com; islesail@rivnet.net 
Cc: Solana, Rick P. 

Subject: TES - updated design for pilot study 


Dear all, 

On Friday we selected COVANCE as the CRO for the pilot exposure study. Since the design of the study had changed to 
some degree as a result of our ongoing learning and discussions both internally and externally, we have sent COVANCE 
yesterday an updated design as the basis for their start to put together a detailed study plan and budget. This updated 
design is attached and posted on the WSA Shared Folder for your reference. If you have comments or suggestions on the 
design of the pilot study, please contact me. 
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Source: https://www.industrydocuments.ucsf.edu/docs/yqlx0001 



